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■ WORK STATEMENT AND.D.C.I. REVIEW 
WORK STATEMENT - SE HAS REVIEWED THIS DOCUMENT AND RECOMMENDS 
APPROVAL WITH THE FOLLOWING ADDITIONS: 

__ _„£• HEM ONE OF SECTION A - ADD: "ALL CHANGES AND REVISIONS 
TO THE PANORAMIC CAMERA SUBSYSTEM PREVIOUSLY INCORPORATED BY 
TECHNICAL DIRECTIVES 1001 A THROUGH 1036A UNDER CONTRACT BT- 1943 

?S R ^?,? A ?L°5n T Ff rt C P NTRACT WITH E *CEPTION OF THE FOLLOWING: 

TD-103J A AND TD-1032A 

B. ITEM SIX-D OF SECTION A - ADD: "ACCEPTANCE TEST SPEC- 
IFICATIONS AND REVISIONS THERETO SHALL BE APPROVED BY SE". 

2. D.C.S., 55 \55 - S.E. HAS REVIEWED THIS DOCUMENT AND GRANTS 

APPROVAL WITH THE FOLLOWING MINOR CHANGES: 

A. ^SEGT-ION-2^-1— ---'"SP2-I56C"' SHOULD- BE - "T3-473E" 

B. SECTION 3.5.4. I 

Cl) LINE 13 - CHANGE "OUTPUT", TO "LAMP POWER OUTPUT" 

C2> LINE 14 - CHANGE "OUTPUT”, TO "LAMP POWER OUTPUT” 

>00 C3) LINE 14 - CHANGE, "40 TO 100 MILLISECONDS" TO "60 
TO MILLISECONDS". 
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